thermostatic   reduction   of   current-    much, less obtrusive pipe-work;  they

consumption when the water stands    can   thus  often  be   Installed   where

at   the   regulated   temperature,,   is    other forms of heater would be prate

generally preferable. Electrical water-    tically Impossible, which may reeon-

heaters have the advantage of needing    cile users to their somewhat higher

no flues for combustion-products and    cost of running.